Message 


From: Yung Morgan [pmorgan@ehs.umass.edu] 

Sent: 9/4/2012 4:42:52 PM 

To: Katelynn Venne [kvenne@student.umass.edu] 

CC: Hanchett, James (DPH) [/0=C0 MM ON WEALTH OF MASSACHUSETTS/OU=MassMail- 

01/cn=Recipients/cn=James. Hanchett] 

Subject: Fwd: Shower Test 


Get in touch with him for a DS test in morrill 1 tomorrow. Thank you ms Kate 
Sent from my iPhone 
Begin forwarded message: 

From: "Hanchett, James (DPH)" <james.hanchett@state.ma.us<mai 1 to:james.hanchett@state.ma.us» 

Date: September 4, 2012 12:35:19 PM EDT 

To: Yung Morgan <pmorgan@ehs.umass.edu<mai 1 to:pmorgan@ehs.umass.edu» 

Subject: Shower Test 

Hi Yung, 

We need shower testing done in the 4 quarters of the year. Ql (Jan 1 to March 31), Q2 (Apri1 
1 to June 30), Q3 (July 1 to Sept 30) and Q4 (Oct 1 to Dec 31). Our 1ast test was 4/25/12 when will the 
next one be? If it will be in Q3 ok if not can we borrow equipment to self test? 

Thanks, 


Jim Hanchett 

Department of State Police 

Amherst Drug Lab 

Room N251 Morri11 I 

637 North Pieasant Street 

Amherst, MA 01003 

Phone 413-545-2607 

Fax 413-545-2608 
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